Brief comment text:

Mr. Miller's filing is not needed and is effictively throwing the baby out with the bath water. Themajority of the problems are being caused by one mode- Pactor 2 and 3- and not the others. It wouldbe better in my opinion to requiree Operators of any non-attended mode to have an effective meansto determine if a frequency is in use by any other mode prior to transmitting.
